Marmon/Keystone Canada Inc. E ко. 4 PAGE.: 1 


: А Date.: 6/01/10 
ЛЕЛЕ SPECIALISES Quotation number.: 1-567885 


290 Chemin du Tremblay Boucherville QU CAN JGB 5X9 
Tel -516-527-9153 2352 Wats 1-800-561-8142 FAX -450-641-4357 
E-mail: gduludeamkcdn.com 
Territory: 16A 


SOUMISSION/ UOTATION Telephone: 613 632 9577 


ATTN.: CHANTAL LAVOIE : Fax......: 613 632 1055 
Sold To: Ship To: 

DART AEROSPACE LTD DART AEROSPACE LTD 

1270 ABERDEEN STREET 1270 ABERDEEN STREET 

HAWKESBURY ON CAN K6A 1K7 HAWKESBURY ON CAN K6A 1K7 

Ship Via F.0.B | Salesperson Your Reference No. 
TST OVERLAND #222212 BOUCHERVILLE G. Dulude 

Termes 


Les prix et livraisons sont basés sur la totalité de cette soumission. Les changements concernant la quantité ou la livraison peuvent exiger. une révision de soumission. Nous nous réservons le droit d'ajuster nos prix de vente en 
conformité avec les coûts de l'usine, les frais de transport, les tarifs douaniers, les taxes fédérale et provinciale applicables à la date de livraison. Une variation dans les quantités livrées concordera à la pratique courante du vendeur. 
Toutes les commandes sont conditionnelles à l'approbation du département de crédit. Le client doit fournir unc commande écrite non-anmulablo pour l'acceptation de cette soumission. ` 


Pricing and delivery are based on the complete bill of Material. Change ro quantities or delivery may require a revised quotatioo. Pricing and delivery, as quoted, ase based on conditions prevailing at the time of quotation and are subject 
to review at time of order. Permissible variation in shipping quantities will be to the seller's standard practice. Orders resulting from quotation are subject to our credit approval, The Customer is to supply a written non-cancellable order 
to accept this quotation. 


Nous vous remercions de votre demande de prix et il nous fait plaisir de vous soumettre les renseignements, / We thank yov for your inquiry and take pleasure in quoting on your requirements as follows: 


Quantité/ Description | Jours Livraison Prix 
Quantity . Days Pricing 


STAINLESS ROUND BAR A582 x. 
SBR .500 ср 503 і 1 


stock 


1.720/ЕТ 41.28 


STAINLESS STEEL SEAMLESS TUBE A213/SA213 А.М. 
500 FT STS .750 .049 316L і і 1.900/ЕТ 570.00 


stock еп 516. seulement "n d 
Line - 5 ALUMINUM SMLS TUBE T6 DRAWN B-210 
ATS .500 .058 
stock in 12' 


D6061 1 2.200/FT 460.00 


Unfortunately, I can't help you with the other items. 


Energy Surcharge 


Taxes applicables: En sus/ All applicable taxes Extra: | 


Tarifs douaniers/ Duty Montant total/ 


Total Amount...: 
Poids tota) 
Total weight....:. 145.1 105 


1,065.48 


Les prix soumis sont en fonds canadiens sauf si precise autrement/ 

All prices quoted in Canadian Dollars unless otherwise stated. 
` лип 

ШЕШ Services de distribution Marmon/La société Berkshire Hathaway 


a 36100 VICENZA (Italia) - Viale della scienza, 25 2.1. 


CERTIFICATO О! COLLAUDO - 
ABNAHMEPRUEFZEUGNIS 
INSPECTION CERTIFICATE 


"Acciaierie АЖА 
Valbruna ssa V ` но xa 


Stab.: 39100 BOLZANO (italia) - Ма A. Volta, 4 


Cliente / BestaerPurchaserC£ent А ире Y . 
VALBRUNA CANADA LTO О Certificato nr: МЕ57746116/2009/ 
8724 HOLGATE CRESCENT 
L5T 521-MILTON, ОМТ L5T 521-САМ Conlerma ordine nr: Е109002088 
x Ұға Оу! Отаев! бе. 
Produttore: ACCIAIERIE VALBRUNA S.P.A. Ordine nr: 904002237 Stock - Canada 
Hersteller/'Aerr/Usina produce : едете orgerCommande Marchio di Fabbrica: AN 
Zamin 4 Leto терел V 
М Sige do пла тој 
Oggetto Prove: - Annealed Cold Drawn А Tipo di Elaborazione: E+AOD 
Prülgegonstandterm InapectodFinissage EnschmettungsaruMeling process Mode d'etabocaton Punzone del Collaudatore: 5 
Sempal das Wangsachverttindigen 
l^spector s stamp/Poingon de l'sssayeur 
Specifiche: 
Ariorderungen / Requirements / Exigences 
У510 303 HS А,СЕ AMS 5640 Џ 530300 А AMS 5640 U ТУРЕ! А 
ASME 54320 2007 ВВЕ о ASTM A314 2008 530300 ASTM A320 2008 ВВЕ (1) 
ASTM A370 2009. ASTM A582 2005 S30300 A MIL-S-862 B/1 303 


QQ-S-764 8/2 303 A е 
(0) SEC.N PT.A 2007 EDITION ADD. 2008a OChemicai analysis only. С 
(1) Chemical analysis only. G і 


Qualitá: Т-303 


Marca: MV188ZHS MAXIVAL Punzonatura: 303 


Marienibezeichnung/Srund/Muance KenezoichnungMaming'Maruage 


Pos. пг. Oggetto Dimensioni - in Tolleranza ` Pezzi peni LB гоно; nr. 
Pos. rv, Prec d RE Abmassungeo Toleianz. large 
ham rv. ei Atowanco ure, 
NM ro Ce Сто e CN ші 


LUE ama Saw T | ела MC Cm шиш во гэ 


Бою stato soddisfatte tutte la condiMeaLrichiesa —— — Controllo antimescolanza: OK \ Controjjofísivo e dimensionale: дона le esigenze: 
la Souten Antordarungsñ sind п. Antage епот Verwechalungorütung: зрватодлаутают лепет uamessurg: ohne Oetnstandui 

‘Tho matera! поз bean turtished in accordance with the nee Artimiving testing vertormod: OK Vus ада dimensions) checks: уеб Й 

Le materiel й ed trouvé К aux agences Corerbie arcimolango (ait r s. Соче visuel et dimensions: ®а Багага 


Allungamento Strizione 
"аш aos. 
RA 
Е us 


EDS c 
[x] ws үе в (371 15 | | | 128 | | 


VIL elongiudinaie/Rngs, Т -usvertalaiquer, O-Tanganzaletangenuat 


Mechanical properties according to ASTM A370. 
Grain size for ASTM E112 . | 5 


Analisi chimica 


Cherniache Zusammenselrung/Chemics AnastrsiyAnalrse chimique 


Colata лас |тіл 0,030 92 6 8,00 
Sehnetis/CouMe | тах 0,050 X 10,00 


C% S= Мп % | Cr% 
422802 0,042 0,44 | 1,81 | 17,42 


Produced without class 1-11 Ozoné depleting substances. 
Solution heat treated free trom continuous carbide network. 
Annealing temperature: 1940°F for 0.5 hAwater. 

Micro and macro etch təst: OK 

Material is DFARS Compliant 


Melted and manulactured in Italy || No welding or weld repair Material free from Mercury contamination M AR MON / KEYSTONE 
We declare that tho finished product is checked for radioactive contamination through Portal System when it leaves the production- piant- 
The Quality Management System is Cartified aco. Pressure Equipment Directive (07/29/ЕО) Annox 1,3.,43 by TUEV and LLOYD'S 


VOO008 


Vicenza,07/05/09 „И collaudatore di stabilimento / der татту ыш / L'agent d'usine 
E Pagina - 1 di 1 


(Мод. MCER) 


6002//Z/8R х nanns^ x ВБЕ7ООТ x 708775 х A ENF- aa- -00G* -WHS 


Dart Aerospace Ltd. PURCHASE ORDER 
1270 Aberdeen Street 
aerospace Hawkesbury, ON K6A 1K7 Purchase Order ID PO11997 


Tel: 613 632 9577 
Fax: 613 632 1053 Purchase Order Date 6/02/10 


PO Print Date 6/02/10 


Page Number 2 of 2 


Order From : VC-MARO01 
MARMON/KEYSTONE CANADA LTD. 
290 CHEMIN DU TREMBLAY 
BOUCHERVILLE, QC J4B 5X9 
CA 
Contact Name ‚ Buyer Chantal Lavoie 
Vendor Phone 800 361 8142 . . Requisition Nbr 
Vendor Fax 450 641 4357 ` Tax Resale Nbr 10127-2607 
Vendor Account Nbr Terms Net 30 
Currency CAD 
FOB 


PO Total: $1,051.28 


MATERIAL CERTIFICATION | 
REQ'D UPON DELIVERY 


У Мо substitution ог deviation without 
C. consent. 
Certificate of Conformity or Material 
Certification required when applicable 
Change Nbr: 1 Change Date: 6/02/10 


ед. ХР Dart Аегоѕрасе Ltd. - PURCHASE ORDER 
1270 Aberdeen Street | 5“ . 
aerospace Hawkesbury, ON K6A 1K7 Purchase Order ID РО11997 


Tel: 613 632 9577 
Fax: 613 632 1053 | Purchase Order Date 6/02/10 


PO Print Date 6/02/10 


Page Number 1 of 2 


Order From : VC-MAR001 
MARMON/KEYSTONE CANADA LTD. | 
290 CHEMIN DU TREMBLAY а 
BOUCHERVILLE, ОС 14В 5Х9 I 
CA 
Contact Name Buyer Chantal Lavoie 
. Vendor Phone 800 361 8142 Requisition Nbr 
Vendor Fax 450 641 4357 Tax Resale Nbr 10127-2607 
Vendor Account Nbr Terms Net 30 
Currency CAD 
| ҒОВ А 
Ship To: - DART AEROSPACE LTD 1270 ABERDEEN PES | 
| HAWKESBURY, ОМ K6A 1K7 22295] 
САМАРА 
LineNbr Reference Description/ I Req Date/ Req Qty/ Ship Method Unit Price Extended 
Revision ID Й Mfg ID А ТахаМе Unit of Measure Price 
Vendor Part Number j 
1 M303R0.500 303 Round Bar 0.500" 6/04/10 24.00 TST ground $1.7200 $41.28 
Yes f 


Special Inst: || MATERIAL: AISI 303 SS ROUND BAR 
NOTE: AISI А ACCEPTABLE 


N 


M304TRO.750W.049 304 RD Tube .750 x .049W 6/04/10 300.00 TST ground $1.9000 $570.00 
Yes f 


ER 
hy 


Special Inst: MATERIAL: AISI 304/316 SS SEAMLESS 
ROUND TUBING t. | 
А$ТМ А213 ОК А5МЕ 54213 ОК А5ТМ 
А269 


о 


M6061T6T0.500W.058 | 6061-T6 RD Tube .500 6/04/10 200.00 « TST ground $2.2000 $440.00 
x.058W К 


Ye к f ќе de 


Special Inst: | MATERIAL: 6061-T6 OR 6061-T62 ж < /% 


TUBING PER 

WW-T-700/6 ОК. AMS 4080 OR AMS 4082 
OR 

QQ-A-200/8 OR QQ-A-225/8 


No substitution or deviation without 
consent. 

Certificate of Conformity or Material 
Certification required when applicable 


Change Nbr: Change Date: 6/02/10 


Marmon/Keystone Canada Inc. 


ACIERS SPÉCIALISÉS 


290 Chemin du Tremblay 


TEL. 514/527-9153 
FAX. 450/641-4357 


PAGE..: 1 
PACKING SLIP Order : 1088991 
Date..: 06/03/2010 
SOLD TO: SHIPPED TO: 
DART AEROSPACE LTD DART AEROSPACE LTD 
1270 ABERDEEN STREET 1270 ABERDEEN STREET 
HAWKESBURY ON CAN K6A 1K7 HAWKESBURY ОМ CAN K6A 1К7 
SHIP VIA E.O.B. SALESPERSON YOUR ORDER NO. 
TST TST OVERLAND #222212 BOUCHERVILLE б. Dulude | Dulude 11997 
ЕСЕН ЕМ оз 
Огдегеа Description tee Shipped Ordered 


01 


02 


300 /ЕТ 


оз 
200 /ЕТ 


Fax all papers Со Linda Lacelle 613-632-1053 
Mill tests required with all shipment 


STAINLESS ROUND BAR 
SBR -500 


\ 


tal... 


4 
DE 422802 


STAINLESS STEEL SEAMLESS TUBE 
SMLS TUBE 316L 3/4 X .049 А213 
STS .750 .049 
Tariff Number: 7304. N 
саласыны TGB090301 


Boucherville QU CAN ЈАВ 5X9 


IN 
IN 


300/FT 


Tota... 300/FT 


ALUMINUM SMLS TUBE 
ATS .500 .058 
Tariff Number: 7608.20.00.90 


120/FT 
84/FT 


парен вее за : Ғ000051 
"re : Е00006343 7 
а1... 204/FT 7 


No. of  Bdls Crate о / 1 Total Weight.........: 


Customers.: 


Wan 
ШЕШ А Marmon Distribution Services /Berkshire Hathaway Company 


145 


= 


Purchase Order Receipt Listing 
June 04, 2010 2:37:26 PM 


All amounts are calculated in domestic currency. 


All Vendors PO ID PO11997 


All Item ID/GL/WOs АП Rec. Employees АП Currencies 


Receipt Dates from 6/4/2010 to 6/4/2010 АП Line Item Types 


Page 1 of 1 


| Grouped by Vendor ID 
Purchase Line ProjectID  Reference/ PO U/M/ Required Date Recv 
Order ID/ Nbr/ Description/ Stock U/M Required Qty Date/ 
Curr Type insp Cert Std Кесу Emp 
Req 
VendorIDYVendor Name VC-MAR001 Marmon/Keystone Canada Ltd. 
PO11997 1 М303К0.500 f 6/4/2010 — 6/4/2010 
CAD No 303 Round Bar f 24.0000 DCUSER 
0.500" 
114852 
2 M304TRO0.750W.049 f 6/4/2010 | 6/4/2010 
No 304 RD Тире 750х f 300.0000 DCUSER 
.049W 
114852 
3 M6061T6T0.500W.0 f 6/4/2010 | 6/4/2010 
58 
Мо 6061-76 RD Tube | f 200.0000 DCUSER 
.500 x.058W 
114852 


Total Reccived Quantity: 
Total Qty to Inspect (PO U/M): 
Total Reject Quantity: 

Total Receipt Value: 

Total Balance Due Quantity: 


Recv Cost Per Unit/ Inspected Qty/ MRB Qty/ 

Qty Кесу Value Rejected Qty MRB Reject 

(PO U/M) (PO U/M) Qty 
24.0000 $1.72 0.0000 0 
$41.28 0.0000 0 

300.0000 $1.90 0.0000 0 
$570.00 0.0000 0 

204.0000 $2.20 0.0000 0 
$448.80 0.0000 0 


Book Amt 


$41.28 C 


$570.00 


$448.80 


528.0000 
0.0000 
0.0000 

$1,060.08 
0.0000 


------- Receiving Report 


z: 
Date: је G Batch No: 


Supplier: р )2 АНА САДИ Dart Р/О: 


Packing Slip: Yes Ce Release Note Attached: Yes LT Мо... МА... 
Invoice: Yes № — Waybill Attached: Yes C— No |. 

Receipt: Cash Cr ——^ Shipment Complete: Yes (Мо _ МА... 

NA 

А 7 


QC6 Inspection 
Work Order 7 қ 
Discrepancies TO IP 


Initials of receiver (if shipment ОК) Level 12 


Production/Admin: 


Date 0fe Location 
Received/Costing / 
Initial 


H:\FORMS\Purchasing\approved purch\RECREPORT RevD . 


DARTAEROSPACELID 1 \ойОе: 67444 | 


A 


| Description: 7594417 Shod > Noce, | Part Number: | À 4/0 1-3 | 
DR б й | | 
| Inspection Ома: № Y/ Rev: нира ы теа Page 1 of 1 | 


FIRST ARTICLE INSPECTION CHECKLIST 


| Drawing Actual 


Toierance 


inspection | 


| 
| Dimension 
| 


Ж о | зо | -6A 


і 
Dimension | 
і 
1 
1 


| Measured by: ii № | | agree re | | Preliminary Approval: | У A | 
— n r z - : ——: —— B———— — = 
| Date: /О/О ^ | | Date: | 20.20 д Date: | ЈА | 


Rev Date | Change | Revised Бу | Approved | 
He 10.04.14 | Added preliminary approval | Kj | НЕ 
^ 

ANS 


H:A\FORMS\Quelity Assuranceiapproved QAM AI revE 


Dart Аеговрасе Ltd 


WORK ORDER CHANGES 


Approval 
Prod Mqr nspector 


Part No: РАВ | Fault Category: NCR: Yes No DQA: Date: 
Resolution: Disposition: QA: N/C Closed: Date: 


WORK ORDER NON-CONFORMANCE (NCR) 
Corrective Action Section B 
Verification A | E | 
Chief Eng Chief Eng Date 


NOTE: Date & initial all entries 


Description of NC 
Section А 


HMFORMS Quality Assurance\approved QA\NCRWO RevE 


D4107-5 SPACER 


NOTES: 

1) MATERIAL -5: 6061-T6/T62 ALUMINUM SHEET, 0.063 THICK 
PER QQ-A-250/11 OR AMS-QQ-A-250/11 OR AMS 4025 OR AMS 4027 OR ASTM B209 
АЕ DART SPEC M6061T6S063 


ALUMINUM 2024-T3 SHEET 0.063 THICK 
PER QQ-A-250/4 OR AMS-QQ-A-250/4 OR AMS4037 OR ASTM B209 
REF DART SPEC M2024T3S.063 
-7: 303/304/316 STAINLESS STEEL ROUND BAR $0.50, PER ASTM A276 OR ASTM A582 
PER DART SPEC M303R0.500 OR M304R0.500 
2)FINISH -5: hone CONVERSION COAT PER DART QSI 005 4.1 
: NON 


-7: 
3) TOLERANCES: РЕК ОАВТ QSI 018 UNLESS OTHERWISE NOTED 
4) ӘМІТ5: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: IDENT P/N D4107-X & B/N PER QSI 044. 
7) WEIGHT -5: < 0.01 Ibs 
-7: 0.03 Ibs 


$0.50 
REF 


D4107-7 BALL STUD SPACER 


Ны ей 


DART AEROSPACE LTD 


HAWKESBURY, ONTARIO, CANADA 


DRAWING NO. 


DE APPR. 
COPYRIGHT © 2010 BY DART AEROSPACE СТО 
DATE 10.07.15 тез DOCUMENT PRLVATE AND CONFIDENTIAL AND 5 SUPPLED ON THE EXPRESS CONDITION THAT T S 
AM. AOT TO USED FOR ANY PURPOSE OR COPED OR GOMMLMCATED FT OVER PERSON QT 
меттен PERSSON FROM DART AEROSPACE LTD 


Dart Aerospace Ltd 


WORK ORDER CHANGES 


Approval 
PROCEDURE CHANGE Chief Eng/ | APProval 
3 nspector 


Part No: РАВ #: | Fault Category: NCR: Yes No DQA: Date: 
Resolution: _ _ Disposition: ОА: МС Closed:  — Date: 
WORK ORDER NON-CONFORMANCE (NCR) 


m Corrective Action Section B МИР, 
Description of МС — - — - Verification | Approval | Approval 
Chief Eng Chief Eng Date 


NOTE: Date & initial all entries 


HMFORMS'Quality Assurance\approved QANCRWO RevE 


CSK 0.225 X 100“ 
2PL 


BEND DOWN LT 
i VIEW A-A | 


CSK 0.225 X 100* 
12PL 


0.90 PITCH 


D4107-1F FLAT PATTERN, DOOR DOUBLER 


D4107-1 DOOR DOUBLER 
(MAKE FROM D4107-1F) 


ELEASE 
m al 


NOTES; 
1) МАТЕ MATERIAL -1F: 303/304/316 STAINLESS STEEL SHEET ANNEALED 28, 0.063 ТНК 
PER MIL-S-5059 OR AMS 5513/5524 OR ASTM A240 OR ASME SA240 

SR RE EORR Ск OR M903516GA DART AEROSPACE LTD 
2) FINISH: NONE ` | HAWKESBURY, ONTARIO, CANADA 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED í | DRAWING NO. 
4) UNITS: INCHES UNLESS OTHERWISE NOTED Е ў М 04107 
5) ВВЕАК SHARP EDGES: 0.005 ТО 0.010 МАХ E TITLE 
5% IDENTIFICATION -1: IDENT P/N 04107-1 & B/N PER QSI 044 6.1 4 


7) WEIGHT: 0.27 Ibs ; Ж DOUBLER & SPACERS 
COPYRIGHT. © 2010 8Y ОМО AEROSPACE pi 


Tres DOCUMENT о. моз 
NOT TO BE USED FOR ANY PURPOSE OR COPED OR. 


Dart Аеговрасе Ltd 
W/O: 


WORK ORDER CHANGES 


Approval 
DATE | STEP PROCEDURE CHANGE By Qty | chiet Eng / Approval 
Prod Маг nspector 


Part No: PAR #: Fault Category: NCR: Yes Мо БОЛ: Date: 
Resolution: Disposition: QA: N/C Closed: Date: 
D ipti t NC Corrective Action Section B 
DATE | STEP аб RAS 
Section A 


NOTE: Date & initial all entries 


HMFORMS Quality Assurancevapproved QANCRW O RevE 


D4107-1 DOOR DOUBLER 


D4107-5 SPACER 


D4107-7 BALL STUD SPACER 


He 


2010 ; 


NEW ISSUE 10.07.15 


DESCRIPTION DATE 


DART AEROSPACE LTD 


HAWKESBURY, ONTARIO, CANADA 


DRAWING NO. REV. А 


D4107 SHEET 4 OF 3 


SCALE 
NTS 


COPYRIGHT Ф 2010 BY DART AEROSPACE LTD 
THIS DOCUMENT IS PRIVATE AND CONFIOEMTAL AND З SUPPLIED OM THE EXPRESS CONDITION THAT П 1S 
NOT TO BE USED FOR ANY PURPOSE OR COPIED OR COMMUNICATED TO ANY OTHER PERSON WITHOUT 
WRITTEN PERMIS SION FROM DART. ACE LTD. 


"n 


Dart Aerospace Ltd 


МО: WORK ORDER CHANGES 


Approval 
: Ргод Маг nspector 


Part No: PAR #: Fault Category: NCR: Yes No DQA: Date: 
Resolution: Disposition: QA: N/C Closed: Date: 
WORK ORDER NON-CONFORMANCE (NCR) 


er Corrective Action Section B MS 
Description of NC — - === - Verification | Approval | Approval 
DATE STEP Section A Initial Action Description Sign & Section C Chief Eng QC Inspector 
Chief Eng Chief Eng Date 


NOTE: Date & initial all entries 


HMFORMS Quality Assurance\approved QA\NCRWO RevE 
Ж 


` Picklist Print 
Friday, September 24, 2010 3:25:06 PM 


Раре 1 


ПШШШІ 
ШІП ІШІ 


Work Order ID: 62299 


D4107-7 
Parent Item Name: Ва! Stud Spacer 


Parent Item: 


Start Date: 9/27/2010 
Start Qty: 3.00 


Required Date: 10/4/2010 
Required Qty: 3.00 


Comments: IPP REV:A NEW ISSUE 10-09-24 JLM VERIFIED BY:DD 
Component Item ID/ "Replscenent Mfg/ Bin Primary Last Route Unit of Qtyon Qty per Kit Total Qty Date Status | 
Item Name Item 1D Purch Item Location Location Seq ID Measure Hand Qty Issued Issued 
M303R0.500 Purchased No — I 100 f 36.4000 0.05 01 5 B 
IIIIIIIIIIIIIIIIIIIIIIIIIIIIIIII HH О 5% ‚дс ҖӘ 
303 Round Bar 0.500" 
Location Loc Qty Loc Code 
MAT 34.4 
— 114852 10.4 "ud F 
115593 24 
МАТО28 2 
112567 : 2 


Dart Аегозрасе Ltd 


WORK ORDER CHANGES 


Approval 
PROCEDURE CHANGE Chief Eng/ | Approval 
QC Inspector 


Part No: PAR #: Fault Category: NCR: Yes No DQA: Date: 


Resolution: Disposition: QA: N/C Closed: Date: 
DATE | STEP 


Description of NC 
Section А 


= Corrective Action : 589100 В | Verification | Approval | Approval 
Initial Action Description Sign & Section C Chief Eng | QC Inspector 
Chief Eng Chief Eng Date 


NOTE: Date & initial all entries 


HMFORMS Quality Assurance\approved QA\NCRWO RevE 


2 


+ 


Friday, September 24, 2010 3:25:07 PM 


Work Order ID 62299 Ill 


Page 2 


Item ID: D4107-7 Accept 
Revision ID: ` 
Item Name: Ball Stud Spacer 


ШІІІИ1ИПИПИГППВЖ ШЇ 


o ИНИ 


Start Date: 9/27/2010 Start Qty: 3.00 ІШ ІШІ Cust Нет ГО: 
Required Date: 10/4/2010 Req'd Qty: 3.00 ІШ ІІІ Customer: 
Reference: 

7 Run бағ ШІ 
Approvals: Process Plan: " Date: .. Tooling: . Date: TU 

QC: | __ Date: _ _ SPC (Ү/М): Date: . TY ІШ (ПИ | || Il 

Sequence ID/ Operation Е Set Up/ . Tool ID Tool# Plan Accept Reject Reject Insp. 
Work Center ID Description | Вип Hours Code Qty Qty Number Stamp 


130 Identify as per dwg & Steck Location: 19 “| 0.00 
ІШІ 


ШШ 


ackaging M f ^ 0.00 
ENS T P / Y 6 27 27 
140 ОС21- Final Inspection - Work Order Release . 000 
ШІШІ!! 

ӨС Мето 0.00 


Quality Control 


dore © __ 


Dart Аеговрасе Ltd 
WORK ORDER CHANGES 
DATE | STEP 


Approval 
DATE | PROCEDURE CHANGE Chiet Eng/ | APProval 
: Prod Mar nspector 


Part No: РАН #: _ Fault Category: _ NCR: Yes No DQA: Date: 
Resolution: ___ Disposition: QA: N/C Closed: Date: 
NGB: WORK ORDER NON-CONFORMANCE (NCR) | 


ЖЕ Corrective Action Section B nee 
Description of NC — - — - Verification | Approval | Approval 
DATE | STEP CA Initial Action Description Sign & Section C Chief Eng | QC Inspector 
Chief Eng Chief Eng Date 


NOTE: Date & initial all entries 


- 


HMFORMS Quality Assurancevapproved QANCRW O RevE 


2 
А 


ER] eL 


Work Order ID 62299 ШЇЇ - 


Friday, September 24, 2010 3:25:07 PM 


оа Чт a HARE seee в» ТТІ! 


Revision ID: 


Шеп Name: Ball Sud Spacer әр ТИ 


Start Date: 9/27/2010 Start Qty: 3.00 III || [| Cust Item ID: 
Required Date: 10/4/2010 Req'd Qty: 3.00 III ІІ Customer: 
Reference: 
EC қ m EE | 
Approvals: Process Plan: AE Date: Ü - 4-24 Tooling: |. Date: 
St 

ос: _ Date: SPC(VIN: Date; "ШШШ 
Sequence ID/ Operation ü Set Up/ Tool ID Tool# Plan Accept Reject Reject Insp. 
Work Center ID Description Run Hours Code Qty Qty Number Stamp 
| Draw Nbr Revision Nbr I 


| 
| D4107 


А 


100 и han ЕШ ~~ * 
ШШШ s шм ES D 4 
Hardinge Memo 0.00 
Hardinge CNC Lathe Small I-TURN AS PER ROLIO Е971 & DWG D3622, 

FOLIO REV: X 7 anj 

uA. УМ os sO 
110 QC2- Inspect parts off machine FAUFAIB 0.00 
DREAM e 
QC Memo 0.00 ES 
Quality Control 

SN Ido МО "E 

120 ОС8- Inspect parts - second check 0.00 MATERIAL CERTIFICATION 
ШОШ D UPON DELIVERY | 
Qc Memo 0.00 


Quality Control ed. 
Z з f 


